This 4 blade wc spun fast alright. It demonstrated the need to adjust 
frequency by sensors both altitude and wind speed. If that had beenDone the 
blades would have blown apart. Who witnessed my experiments in Italy? 
About a dozen people including some aerospaceEngineers after the 
American Embassy was sent pictures and refusedTo reply. That we don't 
accept outside offers policy is not merelyLocal, it's global. Only the Russians 
have a different policy. That'sBecause Putin headed the kgb which is not 
James Bond but aboutSeperating facts from propaganda. | have no contacts 
with the Russians. 


